Dart Aerospace Ltd. 


Date: 
l1ser: 


Tuesday, 
1/23/20077:33:04 
AM 


Kim Johnston 
Process Sheet 


Customer 
: CU-DAR001 DartHelicoptersServices 
Job Number 
: 30393 
Estimate Number 
: 11125 


P.O. Number 
: f-I/A 
This Issue 
: 1/23/2007 
S.O. No. 
: ~/X 


Prsht Rev. 
: NC 
First Issue 
: tt/lA 
Type: 
MACHINEDPARTS 


Previous Run 
: 28024 


Written By 
~ 
Checked & Approved By: 
- 
( Olr Z "3 
Comment 
: Est Re .05:08.31 
Newissue KJ/JLM 


Est Rev:B 06-03-07 
As per RevB 
JLM 


Drawing Name 


Part Number 
Drawing Number 


Project 
Number 
Drawing Revision 
Material 
Due Date 


: BUSHING 


: 034033 
: 03403 REVB 


: N/A 
.B 
; ~/fr 
: 2/15/2007 
Qty: 
40 
Um: 
Each 


Additional Product 


Job Number: 


11111111111111111111111111111111111 


Seq. #: 
Machine Or Operation: 
Description: 


1.0 
M303R0750 
303 Round Bar .75" 


1111111111111111111111111 
-111111111111111 


Comment: Qty.: 
0.1833 f(s)/Unit 
Total: 
7.3320 f(s) 


Material: AISI 303 SS Bar 00.750 


(M303RO.750) 


Identify for 03403-3 
~/f 
07. 03 ).1 
Batch:1110~?I~ 


20 
HARDINGE 
HARDINGE CNC LATHE SMALL 


1111111111111111111111111 
11111111111111111111 


Comment: HAROINGE CNC LATHE SMALL 


1- Turn as per Folio FA558 & Dwg 03403 


Folio Rev:.M..- 
Dwg Rev: f:L- 


Comment: INSPECT PARTS AS THEY COME OFF MACHINE 


4.0 
aC8 
SECOND CHECK 


111111111111111111111 111I 
1111111111111111111111111 
5,L 


1111111111111111111111111 


INSPECT PARTS AS THEY COME OFF MACHINE 


PACKAGING RESOURCE #1 


1111111111111111111111111 


2-0eburr 


aC2 
3.0 


Comment: SECOND CHECK 


5.0 
PACKAGING 1 


1111111111111111111111111 
Comment: PACKAGING RESOURCE #1 


Identify and Stock 


Location:__ 


Page 1 
Form: rprocess 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng I 
Prod Mar 
QC Inspector 


Part No: 
PAR #: 
_ 
Fault Category: 
NCR: Yes ~ 
DQA:.Q. 
Date: m103Ja 0 


QA: NIC Closed: __ 
Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Section A 
Initial 
Action Description 
Sign & 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevD 


Dafe: 
Tuesday, 1/23/20077:33:04 AM 


User: 
Kim Johnston 
Process Sheet 


Customer: 
CU-DAR001 Dart HelicoptersServices 
Drawing Name: BUSHING 


Job Number: 
30393 
Part Number: 034033 


Job Number: 


11111111111111111111111111111111111 


Seq. #: 
Machine Or Operation: 
Description: 


6.0 
QC21 
FINAL INSPECTIONIWIO RELEASE 


1/11111111111111111111111 
II11I11II11I11I11I111111111111 
(i) 


Comment: FINAL INSPECTIONIWIO 
RELEASE 
~(\r\-::j1:bJa 
Co 


Job Completion 


111111111111111111111111111111111111111111111 
U &,I7.l0 


. 
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Form: rprocess 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng I 
Prod MQr 
QC Inspector 


Part No: 
PAR #: 
_ 
Fault Category: 
_ 
NCR: Yes 
No 
DQA: __ 


QA: N/C Closed: __ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description of NC 
Corrective Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Section A 
Initial 
Action Description 
Sign & 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWo' 
RevD 
~ 
I 


DART AEROSPACE LTD 
Work Order: 
8o-3Q?? 


Description: 
Bushina 
Part Number: 
D3403-3 


Inspection Dwg: 03403 
Rev: B 
Page 1 of 1 


FIRST ARTICLE INSPECTION CHECKLIST 
o First Article 
D Prototype 


Drawing 
Actual 
Method of 
f 
Tolerance 
Accept 
Reject 
Inspection 
Comments 
Dimension 
Dimension 
L ~165 
+0.010/-0.000 
t:J ,/67 
./ 


<'l 
0.060 
+/-0.005 
&/8S-'l 
./ 


.p 
00.257 
+0.005/-0.000 
.../ 
I :2S1 


00.750 
+/-0.010 
{~t./ c; 
./ 


00.425 
+0.000/-0.002 
I q~(/ 
../ 


. 


Measured by: 
Audited by: 


Date: 


Prototype Approval: 


Date: 


N/A 


N/A 


H:\FORMS\Quality 
Assurance\approved 
QA\FAI 
revD 


.. 


~ 
~ 


n.0 257+0.005 
.,... 
-0.000 


n.0 4.25+0.000 
.,... 
-0.002 


~ 
2.416~8:g6g 
--jI 
0.060:t0.005 
-1--=--= - 
_=-__ ¥;~S~~~ 
1:;. 


" 
~0.030 
X 20. 


~RO.010 


DESIGN 
DRAWN 
BY 
DART AEROSPACE 
LTD 
PH 
PH 
HAWKESBURY, 
ONTARIO, 
CANADA 


CHECKED-1f- 
APPROVED 
DRAWING 
NO. 
REV. 
B 
03403 
SHEET 
1 or 
1 


DATE 
TiTlE 
SCAlE 


06.01.23 
BUSHING 
1:1 


A 
05.03.07 
NEW ISSUE 


B 
06.01.23 
ADD COUNTERSINK 


(/;0.750 


P3403-1 
BUSHING 


(/;0.750 
n.0 257+0.005 
.,... 
-0.000 


n.0 425+0.000 
.,... 
-0.002 


~ 


2 165+0.010 
. 
-0.000 
--j . 
0.060:t0.005 
-k3=R~~ 


•• 
£ 


~ 


'SINK 
(60.313 X 60' 


0.030 
X 
20. 


P3403-3 
BUSHING 


03403-1/-3 
BUSHING 
1) 
MATERIAL: 
(60.750 AISI 303 
ROUND BAR (REF. DART SPEC. 
2) 
FINISH: 
NONE 
3) 
BREAK ALL UNMARKED SHARP EDGES TO 0.010 
MAX 
4) 
ALL DIMENSIONS ARE INCHES 
5) 
TOLERANCESARE PER DART QSI 018 
UNLESS OTHERWISENOTED 


SHOP COpy 


RETUFJ.:lTO 


ENGlNE~G 
M303ROlJ?R:<21NTROLLED 
copy 


SUBJECT TO A>'\1B'TI:-.\D.1 


WITHOUT }lOTICE 


WORKORD~? 
NO.~.3! 
- 
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